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RESEARCH AWARDS TO FACULTY MEMBERS 


The Newsletter during the past year has been listing on a quarterly 
basis research grants and contracts awarded during the previous period. 


If any faculty member is a member of a research team with another 
institution, please submit the data to us for future insertion. 


Below are the research grants and contracts awarded for the period 
June 1, 1981 to August 31, 1981: 


Granting 
Title of Project Agency Amount 
FACULTY OF ARTS AND SCIENCE 
History A.P. MacDonnell in India and SSHRC $ 4,543 
Ireland, 1865-1917 
(Contact Person - J.L. Hill) 
Philosophy Women's Conceptual History SSHRC $ 7,240 
(Contact. Person - C. Allen) 
Education Research & Development of a Minister of $21,788 
Cable Distribution System to Education 
involve children in the 
learning of concepts of Com- 
munication and accompanying 
skills 
(Contract) 
(Contact Person - L. Baron) 
Psychology Centre for Research on Drug Anonymous $ 200 
Dependency 
(Contact Person - Z. Amit) 
The development of a treatment Astra S127 162 
model for human alcoholics Pharmaceuticals 


(Contact Person - Z. Amit) 
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FACULTY OF ARTS AND SCIENCE 


Psychology (Cont'd) 


Sociology & Anthropology 


Biology 


Ss 2) Me 


Title of Project 
(Cont 'd) 


Ajustement social, émotif et 
intellectuel d'enfants agressifs 
et retirés 

(Contact Person - A. Schwartzman) 


Adult Acquisition of new phono- 
logical elements 

(3-year grant - 2nd year) 
(Contact Person - N. Segalowitz) 


Centre for research in human 
development 
(Contact Person - L.A. Serbin) 


Conditioned physiological changes 
to repeated administration of 
psychoactive drugs 

(lst installment of a 2-year 
Continuing Grant) 

(Contact Person - J. Stewart) 


Central mechanisms of drug abuse 
(lst installment of a 2-year 
Continuing Grant) 

(Contact Person - R. Wise) 


Neural substrate of cocaine abuse 
(6-year grant - 5th year) 
(Contact Person - R. Wise) 


Communal Leadership and Communal 
Movements 
(Contact Person - G. LeCavalier) 


Farm production, farm labour, 
and rural women: a sociological 
analysis 

(Contact Person - W.C. Reimer) 


Physiological and chemical basis 


of host-plant selection by eastern 


spruce budworm larvae 
(Contract) 
(Contact Person - P. Albert) 


(June 1, 1981 to August 31, 1981) 


Granting 
Agency Amount 


Minister of $21,600 
Social 


Affairs 

SSHRC $10,109 
FCAC $60,000 - O. 
CENTRE $40,075) =" By 
MRC $24,282 

MRC $24,075 

U.S. Dept. $65,925 U.S. 
of Health, 

Education & 

Welfare 

SSHRC $23,915 
SSHRC $10,000 


U.S. Dept. of $30,000 U.S. 
Agriculture 
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FACULTY OF ARTS AND SCIENCE 


Biology (Cont'd) 


Chemistry 


Mathematics 


Geology 


= 3 - 


Title of Project 


(Cont 'd) 


Nutrition & Longevity: The 
relation of dietary restriction 
to lifespan and disease resis- 
tance in mice 

(18 month grant - 12 months) 
(Contact Person - H.E. Enesco) 


Research allied to coal liqui- 
faction processes, dehydrosul- 
furization of pitch and development 
of catalysts for hydro cracking of 
bitumens 

(Contract) 

(Contact Person - T. Adley) 


Research in Analytical Chemistry 
(Contact Person - J. Dick) 


Cholesterol-Protein Interactions 
(Contact Person - J.G. Parkes) 


Canadian Picosecond laser flash 
photolysis centre’ 

(Major Installation Grant) 

(Contact Person - N. Serpone) 
Canadian Conference in Applied 
Statistics - April 29 - May 1, 1981 
(Conference Grant) 

(Contact Person - T.D. Dwivedi) 


Microcomputer 
(Equipment Grant) 
(Contact Person - R.L. Hall) 


Coopération Québec-Ontario en 
mathématiques 
(Contact Person - R. Raphael) 


Canadian Mathematics Education 

Study Group Conference - June 5-9/81 
(Conference Grant) 

(Contact Person - D.H. Wheeler) 


Investigations into Seismotectonics 
of Eastern Canada 
(Contact Person - S. Kumarapeli) 


(June 1, 1981 to August 31, 1981) 


Granting 

Agency Amount 
Health & $37,592 
Welfare 

Technitrol $50,000 


Canada Ltd. 


CIL $ 5,000 


Quebec Heart $ 9,000 


Foundation 

NSERC $483,427 
NSERC $7,000 
NSERC $ 9,844 


Minister of $ 1,000 
Intergovern- 
mental Affairs 


SSHRC $ 5,000 


Energy, Mines $ 1,000 
& Resources 


terse (pee 
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Granting 
Title of Project Agency Amount 


FACULTY OF ARTS AND SCIENCE (Cont'd) 


Geology (Cont'd) Petrochemistry and Tectonic Energy, Mines $ 4,000 
Significance of Tibbit Hill & Resources 
Volcanics 
(Contact Person - S. Kumarapeli) 


FACULTY OF COMMERCE AND ADMINISTRATION 


Marketing Some factors affecting the pro- SSHRC $15,800 
cessing of commercial information 
(Contact Person - M. Laroche) 


FACULTY OF ENGINEERING AND COMPUTER SCIENCE 


Centre for Building Centre for Building Studies FCAC - $130,000 
Studies (3-year grant - 2nd year) CENTRE 
(Contact Person - P. Fazio) 


Differential scanning calori- NSERC $50,000 
meter (DSC) 

(Equipment Grant) 

(Contact Person - D. Feldman) 


Computer Science Generation of standard template Canada $59,683 
patterns for optical character Post Office 
recognition in postal automation 
(Contract) 

(3-year award - 2nd year) 
(Contact Person - C.Y. Suen) 


Electrical Engineering Properties of symmetric, hypo- MRC $30,500 
plastic and scoliotic intervertebral 
joints and their consequences on the 
control of the spine 
(2-year grant - lst year) 
(Contact Person - H.F. Farfan) 


Computer analysis and diagnostic MRC $21,840 
of the mechanical faults of the 

lumbar spine 

(2-year grant - 2nd year) 

(Contact Person - S. Gracovetsky) 


Cervical spine analysis for USS. ALE $89,000 U.S. 
ejection injury prediction Force 

(2-year grant - 2nd year) 

(Contact Person - S. Gracovetsky) 
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Title of Project 


FACULTY OF ENGINEERING AND COMPUTER SCIENCE (Cont'd) 


Electrical Engineering 
(Cont'd) 


Mechanical Engineering 


Study of the effects of re- 
radiation of broadcast signals 
based on moment method analysis 
(Supplementary Contract) 
(Contact Person - S.J. Kubina) 


Studies of electromagnetic 
compatibility as related to 
antenna performance 
(Supplementary Contract) 
(Contact Person - S.J. Kubina) 


Computer modelling of wisp antenna 
on space shuttle 

(Contract) 

(Contact Person - S.J. Kubina) 


Study by numerical modelling 
techniques of re-radiation of 
MF broadcast 

(Contract) 

(Contact Person - S.J. Kubina) 


EMC modelling computer graphics 
capability 

(Contract) 

(Contact Person -'S.J. Kubina) 


Analysis and design of linear 
multivariable systems 
(Contact Person - R.V. Patel) 


Equipment to enhance the inter- 
active graphics research labor- 
atory of Concordia University 

(Contact Person - R.M.H. Cheng) 


Solar heat pump heating system 
with latent heat storage for 
cold climates 

(24 year grant - last year) 
(Contact Person - K.I. Krakow) 


High-speed compressor-cascade 
research (with Pratt & Whitney 
Aircraft of Canada) 

(PRAI Grant - lst of 2 instalments) 
(Contact Person - R.A. Neemeh) 


(June 1, 1981 to August 31, 1981) 


Granting 


Agency 


Dept. of 
Communications 


Dept. of 
National 
Defence (DND) 


NRC 


Dept. of 
Communications 


Dept. of 
National 
Defence (DREO) 


NSERC 


NSERC 


A.S.H.R.A.E. 


NSERC 


Amount 


$ 1,105 


$11,242 


$37,479 


$35,000 


$84,648 


$10,200 


$38,686 


$17,650 


$70,500 


= a pe epee 
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Granting 
Title of Project Agency Amount 
FACULTY OF FINE ARTS 
Visual Arts The Journal of Canadian Art FCAC $18,520 
History 
(Renewal) 


(Contact Person - D. Andrus) 


KILLAM RESEARCH FELLOWSHIP: 


The Canada Council has recently awarded a Killam Research 
Fellowship to Professor C. Davis of the Religion Department 
for a 2-year period to undertake research on "The Practical 


Meaning of Christianity in the Light of Modern Social Theory 
and Practice". 


University Research Office. 


